To:  Way,  Steven[way. steven@epa.gov] 

From:  Keteilapper,  Victor 

Sent:  Wed  8/12/2015  2:27:08  PM 

Subject:  FW:  Gold  King  Mine  - Water  Treatment 


Steve, 


The  message  below  is  from  a water  treatment  vendor  that  has  work  on  mine  water  treatment 
interested  in  seeing  if  there  is  a business  opportunity  at  the  Gold  King  Mine.  I think  you  are 
familiar  with  their  process  at  the  Mike  Horse  Mine  in  Montana. 


Victor 


From:  Andrew  Stewart  [mailto:andrew.stewart@stewartenv.com] 

Sent:  Tuesday,  August  1 1,  2015  3:24  PM 

To:  Keteilapper,  Victor 

Cc:  Dave  Stewart;  Forbes  Guthrie 

Subject:  Gold  King  Mine 


Mr.  Keteilapper  - 

Dave  Stewart  indicated  that  you  might  know  who  I should  talk  to  on  the  Gold  King  Mine. 
We  have  background  in  Mine  wastewater  clean-up.  We  helped  on  a similar  project  in  Montana 
on  the  Upper  Blackfoot  River  after  a contaminated  spill  and  seepage.  The  system  treats  the 
water  coming  out  of  the  mine  and  discharges  it  back  to  the  river  system  to  ensure  no  issues  or 
contamination.  The  system  works  extremely  well  up  there  and  has  been  awarded  by  several 
entities  on  its  abilities.  Please  let  me  know  who  I can  talk  to  about  this  to  see  if  there  is  anything 
we  can  do. 


Thank  you, 
Andrew  Stewart 
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Andrew  D.  R.  Stewart,  PE 

Project  Manager  / Engineering  Division  Manager 
Stewart  Environmental  Consultants 
P:  970.226.5500  x 225 
F:  970.226.4946 

E:  andrew. stewart@ stewartenv.com 
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